FIRST  METHODIST  CHURCH 
RIPLEY,  TENN. 

Founded  in  1833  By  Joseph  Wardlow.  Four  suc- 
cessive buildings  have  been  on  this  same  location. 
The  original  log  1833,  a  frame  building  in  1856, 
replaced  by  brick  in  1886  and  the  present  Gothic 
stone  structure  being  built  in  1914. 
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